AMENDMENT NO. 2 FEBRUARY 2016 
TO 
IS 2639 : 1999 PAPAD — SPECIFICATION 


(Third Revision) 


(Page 3, clause C-2.1) — Substitute ‘Total ash (on dry basis), percent by 
mass’ for ‘Moisture, percent by mass’. 


(Page 4, clause F-1.1, line 6) — Substitute ‘Filter the suspension and 
collect the filtrate in another beaker. Record the pH of the solution by a pH 
meter’ for ‘Record the pH of the suspension in a pH meter’. 


(Page 5, clause G-2.1) — Substitute ‘Petroleum Ether, distilling 
40-60°C’ for ‘Ethyl Ether of Petroleum Ether, Distilling 40-60°C’. 
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